Index to volume 50 


INDEX TO VOLUME 50 ¢ INDEX AU VOLUME 50 


The title for each article is followed by a code that designates the 
article’s category. The categories use d in this volume are listed 
below. Abstracts from papers presented are listed under the head- 
ing “Abstrac ts” in the Subject Index; they are also indexed by the 
authors’ names in the Author Index 


Chaque titre d’article est suivi d’un code qui indique dans quelle 
catégorie l'article appartient. Les catégories utilisées dans ce vol- 
ume sont les suivantes. Les résumés des articles publiés figurent 
sous la rubrique «Abstracts» dans l’index des sujets; ils sont aussi 
indexés par nom d'auteur dans |’index des auteurs. 


Abstract (Abs) « Résumé (Rés) 

Book Review (BR) © Recension de livre (RL) 

Breast Imaging (BI) ¢ Imagerie du sein (IS) 

Cardiovascular Radiology (CVR) ¢ Radiologie cardio-vasculaire 
(RCV) 

Editorial (E) ¢ Editorial (E) 

Gastrointestinal Radiology (GIR) © Radiologie gastro-intestinale 
(RGI) 

Genitourinary Radiology (GUR) © Radiologie génito-urinaire 
(RGU) 

Images in Radiology (Images) * Images radiologiques (Images) 

Interventional Rad liology idiolo ygie d’intervention (RI) 

Letter to the Editor (L) ¢ Lettre a la rédaction (L) 

Musculoskeletal Radiology (MSR) ¢ Radiologie ostéomusculaire 
(ROM) 

Neuroradiology (NR) ¢ Neuroradiologie (NR) 

Resident’s Corner (RC) ¢ Coin des résidents (CR) 

Special Article (SA) © Article spécial (AS) 

Thoracic Radiology (TR) ¢ Radiologie thoracique (RT) 


Subjects + Sujets 


-A-« 
Abdominal neoplasms 
Radiological evaluation of inferior vena cava ob 
(Pittman and others) (CVR) 376 
Abnormalities 
Agenesis of the gallbladder: ¢ 


struction: pictorial essay 


s) (GIR) 314 
Pancreatic divisum and i intestinal nonrotation diagnose with magnetic 


ase report (Partap and other 
resonance ima : case report (Bloom and others) (GIR) 310 
Spine and ( vascular malformations: pictorié essay (Gariép} 
and others) (NR) 397 
Abortion 
The radiologist and the patient: 
others) (SA) 233 
Abscess 
Case of the month #65. Spinal epidural abscess afte 
(Reddy and others) (RC) 352 
Abstracts 
A better way of thinking about aliasing in MRI (Sarty) 226 
Biological assessment of radio-epidepride purified by a simple filtration 
(Matte and others) 225 
Comparison of 2 methods to label MIBG (Matte) 225 
Computer simulation of NMR phased-array image processing (Yin and 
Kendall) 2 223 
Designing an MRI phased-array antenna using SNR as the optimization 
criterion (Poyvasi) 22¢ 
Diffusion-weighted imaging with anatomical correlates in a model of 
temporal lobe epilepsy (Wall and others) 224 
Diffusion-weig ee: magnetic resonance imaging after intrahippocampal 
fragments in a rat model of Alzheimer’s 


breaking bad news (Hammond and 


epidural anesthesia 


injection of B-amyloid f 
Disease (Bhagat and others) 225 

Gastroesophageal reflux and site of feeding-tube placement: 
fluoroscopically guided percutaneous gastrostomy tubes (FPG) versus 
fluoroscopically guided percutaneous gastrojejunostomy tubes (FPGJ) 
(Dharampaul) 224 

Keynote lecture: Functional MRI — Watching your brain think (Menon) 
223 


Maximal flow rates in PICCs (Fladeland and Burbridge) 224 


MRI attributes of the largest subordinate follicular antrum in 
anovulatory versus ovulatory follicular waves in the ovary (Hilton 
and others) 225 

Physiologic classification of the bovine ovarian follicles using wavelet 
packet texture analysis (Manivannan and others) 225 

Prolonged seizure in children: preliminary serial hippocampal volume 

changes seen on MRI (Yong-Hing and others) 224 

Spec troscopic MRI using the spread spectrum produced by oscillating 
gradient fields (Takaya) 226 

Temporal and spatial evolution of permanent focal ischem 


{R 
an MN 


and anatomical study (Bartnik and Oben 


Achondroplasia 


Achondroplasia id hondroplasia and 
(Lemyre and others) 


3one dysplasia series. 


thanatophoric dysplasia: review and update 


(MSR) 185 


Actinomycosis 


Thoracoabdominal actinomycosis mimicking metastatic disease: case 
report (Ros and others) (GIR) 384 


Adenocarcinoma, bronchioloalveolar 


3ronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 


Adenocarcinoma, mucinous 


Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (Kundu and 
others) (TR) 198 

Mucinous carcinoma of the breast — long-term follow-up with unusual 
outcome: case report (Hermann and others) (BI) 7 

Adenoma, liver cell 
Magnetic ance imé 


findings of hepatic adenomas in von Gierke 


( Ty pe Ig gl tycogen storage disease: case report (Det 
(GIR) 161 
Case of the month #60. Postoperative dissemination of f 


the subarachnoid spaces and intraventricular system from spinal 


yaere and 


dermoid tumour (Belley and others) (RC) 55, 131 
Adnexa uteri 
nerve schwz 
(Mehta and others) (GUR) 20 
pee 
Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 
Afferent loop syndrome 
Acute afferent loop obstructic 
case report (Taylor and others) (GIR) 251 


annoma presenting as an adnexal mass: case report 


ction diagnosed with computed tomography: 
Age factors 
8 
Changes in breast compressibility with age: implications for stereotactic 
biopsy (Kalbhen and Kezdi-Rogus) (BI) 93 
Aged 
Changes in breast compressibility with age: implications for stereotactic 
biopsy (Kalbhen and Kezdi-Rogus) (BI) 93 
Aged, 80 and over 
8 
Changes in breast ee with age: impl 
us) (BI) 93 


cations for stereotactic 


biopsy (Kalbhen and Kezdi-Rogs 
Agfa-Gevaert Group 
As a to purchase Sterling Diagnostic Imaging (L) 139 
Agfa’s DIN-PACS installation at Fort Bragg to be one of the US Army’s 
largest to date (L) 20€ 
Ambulatory care 
Outpatient treatment of thyroid cancer using high doses of iodine 131 
(Caldwell and Ehrlich) (NM) 331 
Ambulatory surgical procedures 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 
Ameloblastoma 
Computed tomographic and magnetic resonance imaging of 
ameloblastoma: 2 case reports (Oder and others) (MSR) 393 
Amyloidosis 
Case of the month #68. Calcified amyloidoma of the larynx (Fougéres 
and others) (RC) 418 
Analysis of variance 
Sonographic surveillance of abdominal aortic aneurysms: What is the 
smallest change in measured diameter that reliably reflects aneurysm 
growth? (Schmidt and others) (CVR) 241 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


q 

224 

| 

| 

y 


Index au volume 50 


Anesthesia, epidural 
Case of the month #65. Spinal epidural abscess after epidural anesthesi« 
(Reddy and others) (RC) 352 
Aneurysm 
Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 
Aneurysm, false 


Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 

Ultrasound-guided percutaneous thrombin injection for treatment of 
femoral pseudoaneurysms: technical note (Partap and Cassoff) (IR) 182 

Angiography 

Chronic dissection of the superior mesenteric artery: case report 
(Common and Pressacco) (IR) 23 

Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 

Measuring carotid stenosis 
(Fox) (L) 207 
[reply] (Chow) (L) 208 

Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (Marcus and others) (GIR) 10 

Should anticoagulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 

The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (Asch and others) (IR) 107 

Angiography, digital subtraction 

Interobserver variability in the measurement of internal carotid stenosis 

(Chow and others) (NR) 37 
Angioma See Hemangioma 
Angiomatosis 

Spine and spinal cord vascular malformations: pictorial essay (Gariépy 

and others) (NR) 397 
Anticoagulants 

Should anticoagulant therapy be stopped or reversed before venous 

intervention? (Gray and others) (IR) 306 
Aorta, abdominal 

The value of spiral computed tomography in detecting an incidental 

vascular abnormality: case report (Asch and others) (IR) 107 
Aortic aneurysm, abdominal 

Case of the month #€3. Inflammatory aneurysm of the abdominal aorta 
(Garant and others) (RC) 206, 275 

Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (Marcus and others) (GIR) 10 

Sonographic surveillance of abdominal aortic aneurysms: What is the 
smallest change in measured diameter that reliably reflects aneurysm 
growth? (Schmidt and others) (CVR) 241 

Apheresis See Blood component removal 
Arachnoid cysts 

Magnetic resonance appearance of a giant cystic arachnoidal granulation 
presenting as an osteolytic parietal bone lesion: case report (Chan and 
others) (NR) 126 

Arteries 

Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 

Arteriography See Angiography 
Arteriovenous fistula 

Spine and spinal cord vascular malformations: pictorial essay (Gariépy 

and others) (NR) 397 
Arteriovenous malformations 

Spine and spinal cord vascular malformations: pictorial essay (Gariépy 

and others) (NR) 397 
Arthroscopy 

MRI-Arthroscopy Correlative Atlas. M.D. Miller, J.R. Osborne, J.J.P. 

Warner, F.H. Fu (Chhem) (BR) 210 
Aspirin 

Transrectal ultrasound-guided biopsy of the prostate: relation between 

ASA use and bleeding complications (Herget and others) (GUR) 173 
Atelectasis 

High-resolution computed tomography findings in adult pulmonary 

tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Athletic injuries 

Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 

report (Harper and others) (MSR) 29 


Avulsion fractures See Fractures 


-B- 
Balloon dilatation 
latrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(Yassa) (GIR) 98 
Barium sulfate 
Case of the month #64. Cronkhite-Canada syndrome (Nguyen and 
others) (RC) 349 
latrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(Yassa) (GIR) 98 
Basilar artery 
Abnormally bright or high attenuation in the basilar artery on computed 
tomography — a sign of beginning brain-stem stroke and an 
opportunity for thrombolytic therapy (Brown and Stovell) (Images) 57 
Bayer Group 
Agfa to purchase Sterling Diagnostic Imaging (L) 139 
Bed rest 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 
Biliary cirrhosis See Liver cirrhosis, biliary 
Biliary tract diseases 
Agenesis of the gallbladder: case report (Partap and others) (GIR) 314 
Biliary tract neoplasms 
Renal cell carcinoma metastatic to the biliary system — effective 
palliation with biliary stenting, tumour embolization and 
intraluminal brachytherapy: case report (Stein and others) (GIR) 317 
Billroth II operation See Gastroenterostomy 
Biopsy 
Radial sclerosing lesions of the breast: mammographic and pathologic 
correlation (Hassell and others) (BI) 370 
Biopsy, needle 
Changes in breast compressibility with age: implications for stereotactic 
biopsy (Kalbhen and Kezdi-Rogus) (BI) 93 
Percutaneous biopsy of the musculoskeletal system: a review of 77 cases 
(Hodge) (MSR) 121 
Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 
Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (Herget and others) (GUR) 173 
Blood component removal 
Apheresis: another indication for radiologically placed central venous 
catheters (Sadler and others) (IR) 177 
Blood flow velocity 
Coronary flow reserve estimated with fast cine phase-contrast magnetic 
resonance imaging in 4 patients with syndrome X: technical note 
(Amano and others) (CVR) 298 
Bone diseases, developmental 
Bone dysplasia series. Achondroplasia, hypochondroplasia and 
thanatophoric dysplasia: review and update (Lemyre and others) 
(MSR) 185 
Bone dysplasia series. Melorheostosis: review and update (Greenspan 
and Azouz) (MSR) 324 
Bone marrow 
Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 
Bone neoplasms 
Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip: 
case report (Baronofsky and others) (MSR) 26 
Percutaneous biopsy of the musculoskeletal system: a review of 77 cases 
(Hodge) (MSR) 121 
Book reviews 
Advanced Learning Program for Transvaginal Color Doppler in 
Gynecology and Advanced Learning Program for Transvaginal Color 
Doppler in Obstetrics (videotapes). Produced, written and directed by 
Asim Kurjak and Sanja Kupesic (Thibodeau) 280 
Case Review: Head and Neck Imaging. 1st ed. David M. Yousem (Pelz) 209 
Diagnostic Imaging of Child Abuse. 2nd ed. Paul Kleinman (Babyn) 209 
MRI-Arthroscopy Correlative Atlas. M.D. Miller, J.R. Osborne, J.J.P. 
Warner, F.H. Fu (Chhem) 210 
Radiology of Chest Diseases. Second edition. Sebastian Lange and 
Geraldine Walsh, editors (Prenovault) 59 
X-Ray Repair: A Comprehensive Guide to the Installation and Servicing 
of Radiographic Equipment. Joseph J. Panichello (Carrier) 209 
See also Recensions de livres 


Journal de l’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


| 
| 

| 
| 


Index to volume 50 


Brachyther 
Renal cell carcinoma metastatic to the biliary system — effective 
tumour embolization and 


se report (Stein and others) (GIR) 317 


palliation with biliary st 
il brachytherapy: ca 


nting, 
intralumin 

Srain 

Case of the month #60. Postoperative dissemination of fat particles in 

the subarachnoid spaces and intraventric ul ar system from spinal 

Belley and others) (RC) 5, 131 

lac (Graeb) (E) 365 

10ral mass: case 


dermoid tumour ( 


The challenge of im g acute stroke in Car 


Neurosarcoidosis presenting as an intrasellar pseudot 
report (Chevrette and others) (NR) 407 
Brain stem 


Abnormally bright or high attenuation in the basilar artery on computed 


tomography — a sign of beginning brain-stem stroke and an 
opportunity for thrombolytic therapy (Brown and Stovell) (Images) 57 
Breast 


Changes in breast compressibility with age: implications for stereotactic 
biopsy (Kalbhen and Kezdi-Rogus) (BI) 93 
Radial sclerosing lesions of the breast: mammogra 
correlation (Hassell and others) (BI) 370 
Breast neoplasms 
Changes in breast compressibility with age: implications for stereotactic 
biopsy and Kezdi-Rogus) (BI) 93 
Mammograpl 
of comedo duct 
correlation (Hermann and others) (BI) 235 
Mucinous carcinoma of the breast — long-term follow-up with unusual 
case report (Hermann and others) (BI) 7 
Radial sclerosing lesions of the breast: mammographic and pathologic 


1 and others) (BI) 370 


> pattern of microcalcifications in the preoperative 
tal carcinoma in situ: hist 


outcome: 


correlation (Hassell 
Bronchiectasis 

High-resolution computed tomography findings in adult pult 

ani-Kamath and others) (" 


nonary 


337 


tuberculosis: pictorial essay (Je 


-C- 
Calcification, physiologic 
Extensive transmural myocardial calcification: case report (CVR) 247 
Mammographic pattern of microcalcifications in the preoperative 
diagnosis of comedo ductal carcinoma in situ: histopathologic 
correlation (Hermann and others) (BI) 235 
Calcification See Calcinosis 
Calcinosis 
Case of the month #68. Calcified amyloidoma of the larynx (Fougéres 
and others) (RC) 418 
Sonograpt nic appearance of renal transpla int osseous metaplasia: case 
report (Chan and others) (GUR) 390 
Calvaria See Skull 
Canada 
The developme 
(SA) 83 
The development of radiology guidelines in Canada, pa 
(SA) 152 
Magnetic resonance imaging 
(Rankin) (SA) 89 
The magnetic resonance imperative (Lentle) (E) 79 
Canadian Association of Radiologists 
The development of radiology guidelines in Canada, part 1 (Stolberg) 
(SA) 83 
The development of radiology guidelines in Canada, part 2 
(SA) 152 
CAR See Canadian Association of Radiologists 
Carcinoma 
Radial sclerosing lesions of the breast: mammograp 
correlation (Hassell and others) (BI) 370 
Carcinoma, infiltrating duct 
Mammographic pattern of microcalcifications in the preoperative 
diagnosis of comedo ductal carcinoma in situ: histopathologic 


nt of radiology guidelines in Canada, part 1 (Stolberg) 


rt 2 (Stolberg) 


in Canada: dissemination and funding 


(Stolberg) 


yhic and pathologic 


correlation (Hermann and others) (BI) 2 
Radial sclerosing lesions of the breast: mammographic and pathologic 
correlation (Hassell and others) (BI) 370 
Carcinoma, renal cell 
Renal cell carcinoma metastatic to the biliary system — effective 
palliation with biliary stenting, tumour embolization and 
intraluminal brachytherapy: case report (Stein and others) (GIR) 317 
Cardiac catheterization See Heart catheterization 


Cardiac herniation See Hernia 
Carotid stenosis 
Interobserver variability in the 
(Chow and others) (NR) 37 
Measuring carotid stenosis 
(Fox) (L) 2¢ 
{reply} (Chow) (L) 208 
Catheterization 
Combined retrogrs seen egrade ureteral stenting for ureteral! fistulae — a 


2 measurement of internal carotid sten 


single-stage procedure without cystoscopy: case report (Clark and 
others) (IR) 104 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (Qanadli and others) (IR) 260 
Catheterization, central venous 
Apheresis: another indication for radic le gically placed central venous 
catheters (Sadler and others) (IR) 17 
Should anticoagulant therapy be ced or reversed before venous 
intervention? (Gray and others) (IR) 306 
Ultrasonographic 
Cerebral embolism and thrombosis 
The challenge of imaging acute stroke in Canada (Graeb 
Cerebral infarction 
e challenge of imagi 
Cerebral ventricles 
Atrial diverticula in association with oy cyst of the third ve 
3 case reports (Olondo and others) (NR) 4 
Cerebrovascular disorders 
Abnormally bright or high attenuation in the basilar artery on computed 
tomography — a sign of begin brain-stem stroke and an 
rity for throm bolytic tk n and Stovell) (Images) 57 
The ¢ ballon ge of imaging acute stroke in Canada (Graeb) (E) 365 
Cervical vertebrae 
Is there an association between fractures of the cervical spine and f 
and second-rib fractures? (Logan) (NR) 41 
Chemotherapy See Drug therapy 
Child 
Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 
Child abuse 
Diagnostic Imaging of Child Abuse. 2nd ed. Paul Kleinman (Babyn) (BR) 209 
Child, preschool 
Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 
Cholangiopancreatography, endoscopic retrograde 
Pancreatic divisum and intestinal nonrotation diagnosed with ms 
case report (Bloom and others) (GIR) 310 


monitoring during PICC insertion (Asch and Jaffer) (L) 56 


ig 


) (E) 365 


ng acute stroke in Canada (Graeb) (E) 365 


opportun therapy (Brow 


irst- 


resonance imaging: 
Cholestasis 
carcinoma met 
Ps illiation with biliary stenting, tumour embolization and 
ntraluminal brachytherapy: case report (Stein and others) (GIR 
Clinical protocols 
Comparison of 4 computed tomographic imaging protocols for lateral 
tibial plateau Pee (Lomasney and others) (MSR) 110 
Collateral circulation 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
Colloid cysts See Cysts 
Colon 
Case of the month #64. Cronkhite- 
others) (RC) 349 
Colonic neoplasms 
Thoracoabdominal actinomycosis mimicking metastatic disease: 
report (Ros and others) (GIR) 384 
Communication 
The radiologist and the patient: breaking bad news (Ham 
others) (SA) 233 
Computed tomography See Tomography, computed 
Congresses 
1999 Medical Imaging Research Day at the University of Sa 
(Sarty) (SA) 223 
Coronary disease 
Coronary flow reserve estimated with fast cine phase-contrast magnetic 
resonance imaging in 4 patients with syndrome X: technical note 
(Amano and others) (CVR) 298 
Cost-benefit analysis 
The magnetic resonance imperative (Lentle) (E) 79 


astatic to the biliary system — effective 


) 317 


uyen and 


Canada syndrome 


case 


mond and 


shewan 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


7 

| 


Index au volume 50 


Cost effectiveness See Cost-benefit analysis 
Cronkhite-Canada syndrome See Intestinal polyps 
Cryosurgery 
Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 
CT (Computed tomography) See Tomography ,computed 
Cystic duct 
i Agenesis of the gallbladder: case report (Partap and others) (GIR) 314 
Cystic fibrosis 
Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (Brown and others) (GIR) 165 
Cysts 
Atrial diverticula in association with colloid cyst of the third ventricle 
3 case reports (Olondo and others) (NR) 44 


-D- 
Databases 
A database designed for utilization management in diagnostic imaging 
(Stolberg and others) (SA) 227 
Densitometry 
Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (Kundu and 
others) (TR) 198 
Dermoid cyst 
Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (Belley and others) (RC) 55, 131 
Diagnosis, differential 
Agenesis of the gallbladder: case report (Partap and others) (GIR) 314 
Bone dysplasia series. Melorheostosis: review and update (Greenspan 
and Azouz) (MSR) 324 
Case of the month #59. Cardiac herniation with torsion (Ouellette and 
others) (RC) 51 
Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (Belley and others) (RC) 55, 131 
Case of the month #61. Situs inversus abdominis with duodenal 
diaphragm and intestinal malrotation (Cété and Gagnon) (RC) 130, 202 
Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 
205, 272 
Case of the month #63. Inflammatory aneurysm of the abdominal aorta 
(Garant and others) (RC) 206, 275 
Case of the month #64. Cronkhite-Canada syndrome (Nguyen and 
others) (RC) 349 
Case of the month #64 (Nguyen and others) (RC) 278 
Case of the month #65. Spinal epidural abscess after epidural anesthesia 
(Reddy and others) (RC) 352 
Case of the month #65 (Reddy and others) (RC) 279 
Case of the month #66. Intravenous pulmonary talcosis with 
complicating massive fibrosis (Demeter and others) (RC) 346, 413 
Case of the month #67. Pyeloureteritis cystica (Al-Qahtani and Hodge) 
(RC) 347, 416 
Case of the month #68. Calcified amyloidoma of the larynx (Fougéres 
and others) (RC) 348, 418 
Case of the month #69 (Schemmer and Torbiak) (RC) 421 
Case of the month #70 (Partap and Rosenbloom) (RC) 423 
Case of the month #71 (Arzoumanian and others) (RC) 424 
Case of the month #72 (Al-Nakshabandi and others) (RC) 426 
Case of the month #73 (Spaner and others) (RC) 427 
Case of the month #74 (McTavish and Zalev) (RC) 428 
Jejunal perforation mimicking acute pancreatitis in a patient with 
systemic lupus erythematosus: case report (Doyle and others) (GIR) 159 
Magnetic resonance appearance of a giant cystic arachnoidal granulation 
presenting as an osteolytic parietal bone lesion: case report (Chan and 
others) (NR) 126 
Obturator nerve schwannoma presenting as an adnexal mass: case report 
(Mehta and others) (GUR) 20 
Radial sclerosing lesions of the breast: mammographic and pathologic 
correlation (Hassell and others) (BI) 370 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (Harper and others) (MSR) 29 
Diagnostic equipment 
X-Ray Repair: A Comprehensive Guide to the Installation and Servicing 
of Radiographic Equipment. Joseph J. Panichello (Carrier) (BR) 209 


Diagnostic errors 
Jejunal perforation mimicking acute pancreatitis in a patient with 
systemic lupus erythematosus: case report (Doyle and others) (GIR) 159 
Diagnostic imaging 
Case Review: Head and Neck Imaging. 1st ed. David M. Yousem (Pelz) 
(BR) 209 
A database designed for utilization management in dia 
(Stolberg and others) (SA) 227 
Diagnostic Imaging of Child Abuse. 2nd ed. Paul Kleinman (Babyn) (BR) 
209 
Digestive system abnormalities 
Inverted Meckel’s diverticulum diagnosed with computed tomography, 
case report (Simms and others) (GIR) 17 
Diverticulum 
Atrial diverticula in association with colloid cyst of the third ventricle 
3 case reports (Olondo and others) (NR) 44 
Drug therapy 
Liver metastasis: comparison of 2 methods for reporting of disease in 
patients receiving chemotherapy (Garant and others) (GIR) 13 
Ductal carcinoma See Carcinoma, infiltrating duct 
Duodenal obstruction 
Case of the month #61. Situs inversus abdominis with duodenal 
diaphragm and intestinal malrotation (Cété and Gagnon) (RC) 130, 202 


-E- 
Embolism 
Coronary artery stent embolism (Lamarre and Lacasse) (Images) 135 
The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (Asch and others) (IR) 107 
Embolization, therapeutic 
Renal cell carcinoma metastatic to the biliary system — effective 
palliation with biliary stenting, tumour embolization and 
intraluminal brachytherapy: case report (Stein and others) (GIR) 317 
Therapeutic « 


yolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 
Endometriosis 
Magnetic resonance imaging of endometriosis of the piriform muscle 
causing sciatica: case report (Hickey and others) (NR) 33 
Enema 
Case of the month #64. Cronkhite-Canada syndrome (Nguyen and 
others) (RC) 349 
Enteral nutrition 
latrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(Yassa) (GIR) 98 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (Qanadli and others) (IR) 260 
Ethics, medical 
The development of radiology guidelines in Canada, part 2 (Stolberg} 
(SA) 152 


-F. 
Fat cells See Adipocytes 
Femoral artery 
Ultrasound-guided percutaneous thrombin injection for treatment of 
femoral pseudoaneurysms: technical note (Partap and Cassoff) (IR) 182 
Fibrinolytic agents 
The challenge of imaging acute stroke in Canada (Graeb) (E) 365 
Financing, government 
Magnetic resonance imaging in Canada: dissemination and funding 
(Rankin) (SA) 89 
The magnetic resonance imperative (Lentle) (E) 79 
Fluoroscopy 
Apheresis: another indication for radiologically placed central venous 
catheters (Sadler and others) (IR) 177 
Coronary artery stent embolism (Lamarre and Lacasse) (Images) 135 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (Qanadli and others) (IR) 260 
Fractures 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (Harper and others) (MSR) 29 


Journal de |’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


| 

| 

| 


-G- 
Gallbladder 


= — 
Gastrointestinal manifestations of cystic fibrosis in adults: pict 


essay (Brown and others) (GIR) 165 


Gastric outlet obstruction 
liation of primary and recurrent gastric carcinoma with ex 
l 


illic stents: 2 case r 


rts (Greane 


Gastroenterostomy 


Acute afferent loop obstruction diagnose th cc tedt 
case report (Taylor and others) (GI 
Gastroesophageal reflux 
Gastrointestina! manifestations of cystic fibrosis in adults: pict 
essay (Brown and others) (GIR) 165 
Gastrointestinal neoplasms 
Gastrointestinal m tations of cystic fibrosis in adults: pict 
essay (Brown and others) (GIR) 165 
Gastrostomy 
Percutaneous gastrostomy for enteral nutrition: long-term follow 
176 procedures (Qanadl hers) 
Glycogen storage disease type 1 
Magnetic resonance imaging findings of hepatic adenomas in v 


(Type I) glycogen storage disease: case report (Debaere and « 
(GIR) 161 
Granuloma, plasma cell 


Neurosarcoidosis presenting as an intrasellar pseudotumoral m 
report (Chevrette and others) (NR) 407 


Gynecology 
Advanced Lear 


Gynecology an 
Doppler in Obstetrics (videotapes). Produced, w 


Asim Kurjak and Sanja Kupesic (Thibodeau) (BR) 280 


Head 
Case Review: Head and Neck Imaging. 1st ed. David M. Yousen 


(BR) 209 


Health services accessibility 


Agenesis of the gallbladder: case report (Partap and others) (GIR) 


Index to volume 50 


Magnetic resonance imag -anada: dissemination and fu g 
(Rankin) (SA) 8° 
Health services needs and demand 
iagnosti ing 
(Stolberg and others) (SA) 227 
Health services research 
A database designed for utilization management in diagnostic imaging 
(Stolberg and others) (SA) 227 
Heart 
Case of the month #59. Cardiac herniation with torsion (O tte and 
others) (RC) 51 
Heart catheterization 
Ultrasound-guided percutaneous thrombin injection f nt 


femoral pseudo: I 


Hemangioendothelioma, epithelioid 


Epithelioid hemangioendothelioma of the 


spitn 


liver — characteri 


magnetic resonance i 


Hemangioma 
Distortion of si 
Caralt and others) (Images) 137 


Spine and spinal cord vascular malformations: pic 


a 
| A database designed for utilization management in 
| 


apsular hepatic 


: and others) (NR) 397 
Hemangioma, cavernous 


Magnetic resonance appearance of a giant cystic arac 1 


noidal gr 


presenting as an osteolytic parietal bone lesion: case report [ 
others) (NR) 126 


Hemangiopericytoma 


report (Ros and others) (GIR) 384 


irysms: technical note (Partap and Cassoff) [ 


cs on 


l 


Cc 


ula 


torial essay (Gariépy 


uion 


n and 


Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip: 
case report (Baronofsky and others) (MSR) 26 
Hematoma 
Should anticoagulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 
The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (Asch and others) (IR) 107 
Hemoptysis 
Thoracoabdominal actinomycosis mimicking metastatic disease: case 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


Hemorrhage 
Should anticoag 


Transrectal ultrasound-s 

ASA use and bleeding 
Heparin 

Should a 


icoag 


intervention? (Gray an 


Hepatoblastoma 


Bronchioloalveolar cell carcinoma in a child with hepatoblast case 
report (Spaner and others) (TR) 343 
Hepatomegaly 
Case of the month Systemic mastocytosis (Nguyen and others) (RC) 
205, 272 
Hereditary diseases 
Inte ry artery aneurysm in Marfé e: case report 


others) (TR) 47 


(Common and 


Hip 
Oncogenic osteomalacia secondary to a hem 


rs) (MSR) 26 


case report (Baronofsky and othe 


Histiocytosis, Langerhan’s cell 


~arance Of a giant cysti ulation 
lytic parietal lesi n 
Hydrocephalus 
Atrial diverticula in association with colloid cyst of the third ventricl 


3 case reports (Olondo and others) (NR) 44 
Hydropneumothorax 
yuted tomography finding 
tuberculosis: pict rajani-Ka 
Hypochondroplasia See Bone diseases, developmental 


High-resolution cor 


essay (J 


lleum 
Inverted Meckel’s diverticulum diagnosed with comy graphy, 
case report (Simms and others) (GIR) 17 
Iliac artery 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 
Infant 
Bone Act 1 and 
thanatoy sia 1 others) 
s. Ach 1 and 
thanatophoric dys ia: d others) 
(MSR) 185 
1. Situs inversus < duodenal 


Case of the mor 


n and intestinal malrotatior 


202 
Intestinal obstruction 


Acute afferent loop obstruc 


iction diagnosed with cx 


lagnosed will 


case report (Taylor and others) (GIR) 251 
Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 


essay (Brown and others) (GIR) 165 


latrogenic bowel obstru 
(Yassa) (GIR) 98 
Intestinal polyps 
Case of the month #64. Cronkhite-Canada syndre 
others) (RC) 349 
Intestine, small 
Case of the month #64. Cronkt 


others) (RC) 349 


latrogenic bowel obstruction caused by balloon-i 
(Yassa) (GIR) 98 


Inverted Meckel’s diverticulum diagnosed with compute¢ 


case report (Simms and others) (GIR) 17 
Pancreatic divisum and intestinal nonrotation diagnosed with magnetic 
ng: case report (Bloom and others) (GIR) 310 


resonance i 


Smal! bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (Ganguli and others) (GIR) 170 
Intravenous drug abuse See Substance abuse, intravenous 


| 
q 
| Po ulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 
rial 1ided biopsy of the prostate: relation between 
1 complications (Herget and others) (GUR) 173 
: pandable rapy be stopped or reversed before venous 
56 others) (IR) 306 
sraphy 
q rial 
rial 
Hernia 
7 up of Case of the month #59. Cardiac herniation with torsion (Ouellette and 
others) (RC) 51 
n Gierke ssi ws ma of the hip: 
thers) 
a 
r Doppler in 
Tr insvagin il ylor 
and directed by 
Jult pulmonary 
others) (TR) 337 
1 (Pelz «fe 
1 (C6té and Gagnon) (RC) 130 
——~ puted tomography: 
1emangioma by hepatic cirrhosis (de es 
; nflated feeding tubes 
yme (Nguyen and 
yme (Nguyen and 
tomography, 


Index au volume 50 


Intussusception 
Small bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (Ganguli and others) (GIR) 170 
Invasive carcinoma See Carcinoma 
Iodine radioisotopes 
Outpatient treatment of thyroid cancer using high doses of iodine 131 
(Caldwell and Ehrlich) (NM) 331 


Jejunum 
Jejunal perforation mimicking acute pancreatitis in a patient with 


systemic lupus erythematosus: case report (Doyle and others) (GIR) 159 


Small bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (Ganguli and others) (GIR) 170 
Jugular veins 
Apheresis: another indication for radiologically placed central venous 
catheters (Sadler and others) (IR) 177 


-K- 
Kidney failure 
Sonographic appearance of renal transplant osseous metaplasia: case 
report (Chan and others) (GUR) 390 
Kidney failure, acute 
Extensive transmural myocardial calcification: case report (CVR)} 247 
Kidney neoplasms 
Thoracoabdominal actinomycosis mimicking metastatic disease: case 
report (Ros and others) (GIR) 384 
Kidney pelvis 
Case of the month #67. Pyeloureteritis cystica (Al-Qahtani and Hodge) 
(RC) 416 
Kidney transplantation 
Sonographic appearance of renal transplant osseous metaplasia: case 
report (Chan and others) (GUR) 390 
Knee 
Comparison of 4 computed tomographic imaging protocols for lateral 
tibial plateau fractures (Lomasney and others) (MSR) 110 


-L- 
Larynx 
Case of the month #68. Calcified amyloidoma of the larynx (Fougéres 
and others) (RC) 418 
Liability, legal 
The development of radiology guidelines in Canada, part 2 (Stolberg) 
(SA) 152 
Liver 
Distortion of subcapsular hepatic hemangioma by hepatic cirrhosis (de 
Caralt and others) (Images) 137 
Liver cirrhosis 
Distortion of subcapsular hepatic hemangioma by hepatic cirrhosis (de 
Caralt and others) (Images) 137 
Liver cirrhosis, biliary 
Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (Brown and others) (GIR) 165 
Liver neoplasms 


Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 
Epithelioid hemangioendothelioma of the liver — characteristics on 
magnetic resonance imaging: case report (Ros and others) (GIR) 387 
Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 
Liver metastasis: comparison of 2 methods for reporting of disease in 
patients receiving chemotherapy (Garant and others) (GIR) 13 
Magnetic resonance imaging findings of hepatic adenomas in von Gierke 
(Type I) glycogen storage disease: case report (Debaere and others) 
(GIR) 161 
Low back pain 
The incidence of sacroiliac joint disease in patients with low-back pain 
(Hodge and Bessette) (MSR) 321 
Lung 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Lung neoplasms 
Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 


Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (Kundu and 
others) (TR) 198 

Mucinous carcinoma of the breast — long-term follow-up with unusual 
outcome: case report (Hermann and others) (BI) 7 

Lupus erythematosus, systemic 

Jejunal perforation mimicking acute pancreatitis in a patient with 

systemic lupus erythematosus: case report (Doyle and others) (GIR) 159 
Lymphadenopathy See Lymphatic diseases 
Lymphatic diseases 

High-resolution computed tomography findings in adult pulmonary 

tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 


-M- 
Magnetic resonance imaging 

Atrial diverticula in association with colloid cyst of the third ventricle: 
3 case reports (Olondo and others) (NR) 44 

Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (Belley and others) (RC) 55, 131 

Case of the month #65. Spinal epidural abscess after epidural anesthesia 
(Reddy and others) (RC) 352 

The challenge of imaging acute stroke in Canada (Graeb) (E) 365 

Computed tomographic and magnetic resonance imaging of 
ameloblastoma: 2 case reports (Oder and others) (MSR) 393 

Epithelioid hemangioendothelioma of the liver — characteristics on 
magnetic resonance imaging: case report (Ros and others) (GIR) 387 

Magnetic resonance appearance of a giant cystic arachnoidal granulation 
presenting as an osteolytic parietal bone lesion: case report (Chan and 
others) (NR) 126 

Magnetic resonance imaging findings of hepatic adenomas in von Gierke 
(Type I) glycogen storage disease: case report (Debaere and others) 
(GIR) 161 

Magnetic resonance imaging in Canada: dissemination and funding 
(Rankin) (SA) 89 

Magnetic resonance imaging of endometriosis of the piriform muscle 
causing sciatica: case report (Hickey and others) (NR) 33 

The magnetic resonance imperative (Lentle) (E) 79 

MRI-Arthroscopy Correlative Atlas. M.D. Miller, J.R. Osborne, J.J.P. 
Warner, F.H. Fu (Chhem) (BR) 210 

Neurosarcoidosis presenting as an intrasellar pseudotumoral mass: case 
report (Chevrette and others) (NR) 407 

Obturator nerve schwannoma presenting as an adnexal mass: case report 
(Mehta and others) (GUR) 20 

Pancreatic divisum and intestinal nonrotation diagnosed with magnetic 
resonance imaging: case report (Bloom and others) (GIR) 310 

Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 

Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (Harper and others) (MSR) 29 


Magnetic resonance imaging, cine 


Coronary flow reserve estimated with fast cine phase-contrast magnetic 
resonance imaging in 4 patients with syndrome X: technical note 
(Amano and others) (CVR) 298 


Mammary arteries 


Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 


Mammography 


Mammographic pattern of microcalcifications in the preoperative 
diagnosis of comedo ductal carcinoma in situ: histopathologic 
correlation (Hermann and others) (BI) 235 

Radial sclerosing lesions of the breast: mammographic and pathologic 
correlation (Hassell and others) (BI) 370 


Mandible 


Computed tomographic and magnetic resonance imaging of 
ameloblastoma: 2 case reports (Oder and others) (MSR) 393 


Marfan syndrome 


Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 


Mastocytosis 


Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 
205, 272 


Meckel’s diverticulum 


Inverted Meckel’s diverticulum diagnosed with computed tomography, 
case report (Simms and others) (GIR) 17 


vl 


Journal de l’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


| 

| 

| 


Index to volume 50 


Melorheostosis 
Bone dysplasia series. Melorheostosis: review and update (Greens 
and Azouz) (MSR) 324 
Mesenteric artery, superior 
Chronic dissection of the superior mesenteric artery: case re port 
(Common and Pressacco) (IR 
Metaplasia 
Sonographic appearance of renal transplant osseous meta 
report (Chan and others) (GUR) 390 
Microcalcifications See Calcification, physiolo; 
MRI See Magnetic resonance imaging 
Mucinous carcinoma See Adenocarcinoma, mucinous 
Muscles 
Magnetic resonance imaging of endometriosis of the piriform muscle 


rs) (NR) 33 


plasia: case 


causing sciatica: case report (Hickey and othe 
Musculoskeletal abnormalities 
Bon 
and Azouz) (MSR) 324 
Myocardium 
Extensive transmural myocardial calcification: case report (CVR) 247 


e dysplasia series. Melorheostosis: review and update (Greenspan 


-N- 
NASCET See North American Symptomatic Carotid Endarterectomy Trial 
National Partnership for Quality in Healt 
The development of radiology guidelines in Canada, part 1 [ 
(SA) 83 
Neck 
Case ont Head and Neck Imaging. 1st ed. David M. Yousem (Pelz) 
(BR) 2 
Needles 
Percutaneous biopsy of the musculoskeletal system: a review of 77 cases 
(Hodge) (MSR) 121 
Neoplasm metastasis 
Computed tomographic demonstration of very-low-d 


nodules in metastatic gastric carcinoma: case repo! 
others) (TR) 198 

Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 


Liver metastasis: comparison of 2 methods for reporting of disease in 


patients receiving chemotherapy (Garant and others) (GIR) 13 
Mucinous carcinoma of the breast — long-term follow-up with unusual 

outcome: case report (Hermann and others) (BI) 7 
Renal cell carcinoma metastatic to the biliary system — ef 


fective 
palliation with biliary stenting, tumour embolization and 
intraluminz a brachytherapy: case report (Stein and others) (GIR) 317 

Small bowel intussusception secondary to osteogenic sarcon 


metastasis: case report (Ganguli and others) ) (CIR) 170 
Neoplasm recurrence, local 
Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 
Neoplasms 
Gross Pathology Tumor Atlas (CD-ROM) (Carignan) (RL) 280 
Neurilemmoma 
Obturator nerve schwannoma presenting as an adnexal m 
(Mehta and others) (GUR) 20 
Neuroprotective agents 
The challenge of imaging acute stroke in Canada (Graeb) (E) 365 
North American Symptomatic Carotid Endarterectomy Trial 
Measuring carotid stenosis 
(Fox) (L) 207 
[reply] (Chow) (L) 208 


: case report 


Observer variation 

Interobserver variability in the measurement of internal carotid stenosis 
(Chow and others) (NR) 37 

Measuring carotid stenosis 
(Fox) (L) 207 
[reply] (Chow) (L) 

Sonographic surveillance of abdominal aortic aneurysms: What is the 
smallest change in measured diameter that reliably reflects aneurysm 
growth? (Sc hmidt and othe rs) (CVR) 241 ; 

Obstetrics 
Advanced Learning Program for Transvaginal Color Doppler in 
Gynecology and Advanc ed Learning Program for Transvaginal Color 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


Doppler in Obstetrics (videotapes). Produced, written and directed by 
Asim Kurjak and Sanja Kupesic (Thibodeau) (BR) 280 
Obstructive jaundice See Cholestasis 
Obturator nerve 
Obturator nerve schwannoms 
(Mehta and others) (GUR) 20 
Odontogenic tumours 
Computed tomographic and magnetic resonance imaging of 
ameloblastoma: 2 case reports (Oder and others) (MSR) 393 
Osseous metaplasia See Ossification, heterotopic 
Ossification, heterotopic 
Sonographic appearance of renal transplant osseous metaplasia: case 
report (Chan and others) (GUR) 390 
Osteoarthritis 
The incidence of sacroiliac joint rt “as in patients with low-back pain 
(Hodge and Bessette) (MSR 
Osteolysis 
} id ] or 


Magnetic resonance appearance of a giant cystic arachnoida 


i presenting as an adnexal mass: case report 


inuls ation 
presenting as an osteolytic parietal bone lesion: case re port ( t (CI han and 
others) (NR) 126 
Osteomalacia 


Oncogenic osteor 


lacia secondary to a hemangiopericytoma of the hip: 


rs) (MSR) 26 


case report (Baronofsky and ot 
Osteosarcoma 


Small bowel intussusception secondary to osteogenic sarcoma 


case report (Ganguli and others) (GIR) 170 


netastasis: 
Osteosclerosis 
yen and others) (RC) 


Case of tk 
205, 272 
Ovarian neoplasms 
Obturator nerve schwannoma presentin 
(Mehta and others) (GUR) 20 


month #62. Systemic mastocytosis (N 


as an adnexal mass: case report 


g 


Palliative care 


Palliation of primary and recurrer stric carcinoma with expandable 


metallic stents: 2 case reports ier and others) (GIR) 156 


nal cell carcinoma metastatic to the biliary system — effective 


— ion with biliary stenting, tumour embolization and 
i 


intraluminal brachytherapy: case report (Stein and others) (GIR) 317 
Pancreas 
Gastrointestinal manifestations of cystic f 
essay (Brown and others) (GIR) 165 
Pancreatic divisum and intestinal nonrotation diagnosed with magnetic 
resonance imaging: case report (Bloom and others) (GIR) 310 
Pancreatitis 
Jejunal perforation mimicki 
systemic lupus erythematosus: case report (Doyle and others) (GIR) 159 
Parietal bone 
Magnetic resonance appearance of a giant cystic arachr 


rosis in adults: pictorial 


acute pancreatitis in a patient with 


yidai granulation 


presenting as an osteolytic parietal bone lesion: case report (Chan and 
others) ( NR) 126 
Pathology 
Gross Patholos gy Tumor Atias (CD-ROM) (Carignan) (RL) 280 
Pelvis 
Stairmaster-induced pelvic avulsions mimicking metastat 
report (Harper and others) (MSR) 29 
Phlebography 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
Physician-patient relations 
The radiologist and the patient: breaking bad news (Hammond and 
others) (SA) 233 
Physician’s practice patterns 
The development of radiology guidelines in Canada, part 2 (Stolberg) 
(SA) 152 
Piriform muscle See Muscles 
Pituitary diseases 
Neurosarcoidosis presenting as an intrasellar pseudotumoral mass: case 
report (Chevrette and others) (NR) 407 
Pituitary neoplasms 
Neurosarcoidosis presenting as an intrasellar pseudotumoral mass: case 
report (Chevrette and others) (NR) 407 
Placenta 
Transabdominal power Doppler sonography of the normal early 
placenta (Bude and others) (GUR) 255 


disease: case 


1 
vii 


Index au volume 50 


Pleural effusion 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Pneumonectomy 
Case of the month #59. Cardiac herniation with torsion (Ouel 
others) (RC) 51 
Pneumothorax 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Popliteal artery 
Coronary artery stent embolism (Lamarre and Lacasse) (Images) 135 
Postoperative complications 
Acute afferent loop obstruction diagnosed with computed tomography 
case report (Taylor and others) (GIR) 251 
Apheresis: another indication for radiologically placed central ver 
catheters (Sadler and others) (IR) 177 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (Qanadli and others) (IR) 260 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 


lette and 


us 


Should anticoagulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 
Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 
Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (Herget and others) (GUR) 173 
Power Doppler sonography See Ultrasonography, Doppler, colour 
Practice guidelines 
The development of radiology guidelines in Canada, part 1 (Stolberg) 
(SA) 83 
The development of radiology guidelines in Canada, part 2 (Stolberg) 
(SA) 152 
Pregnancy 
Transabdominal power Doppler sonography of the normal early 
placenta (Bude and others) (GUR) 255 
Prenatal diagnosis 
The radiologist and the patient: breaking bad news (Hammond and 
others) (SA) 233 
Prostate 
Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (Herget and others) (GUR) 173 
Pseudoaneurysm See Aneurysm, false 
Pseudotumour See Granuloma, plasma cell 
Pulmonary emphysema 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Pulmonary fibrosis 
Case of the month #66. Intravenous pulmonary talcosis with 
complicating massive fibrosis (Demeter and others) (RC) 413 
Pulmonary nodules See Lung neoplasms 
Pyelocystitis 
Case of the month #67. Pyeloureteritis cystica (Al-Qahtani and Hodge) 
(RC) 416 
Pyeloureteritis cystica See Pyelocystitis 


-R- 
Radial sclerosing lesions of the breast See Breast neoplasms 
Radiation protection 
Outpatient treatment of thyroid cancer using high doses of iodine 131 
(Caldwell and Ehrlich) (NM) 331 
Radiography 
Bone dysplasia series. Achondroplasia, hypochondroplasia and 
thanatophoric dysplasia: review and update (Lemyre and others) 
(MSR) 185 
Bone dysplasia series. Melorheostosis: review and update (Greenspan 
and Azouz) (MSR) 324 
Case of the month #59. Cardiac herniation with torsion (Ouellette and 
others) (RC) 51 
Case of the month #61. Situs inversus abdominis with duodenal 
diaphragm and intestinal malrotation (Cété and Gagnon) (RC) 130, 202 
Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 


205, 272 


Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (Brown and others) (GIR) 165 

Iatrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(Yassa) (GIR) 98 


Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 
Magnetic resonance appea 


ance of a giant cystic arachnoidal granulation 
presenting as an osteolytic parietal bone lesion: case report (Chan and 
others) (NR) 126 
Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip 
case report (Baronofsky and others) (MSR) 26 
Palliation of primary and recurrent gastric carcinoma with expandable 
metallic stents: 2 case reports (Greaney and others) (GIR) 156 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (Harper and others) (MSR) 29 
Thoracoabdominal actinomycosis mimicking metastatic disease: case 
report (Ros and others) (GIR) 384 
X-Ray Repair: A Comprehensive Guide to the Installation and Servicing 
of Radiographic Equipment. Joseph J. Panichello (Carrier) (BR) 209 
Radiology 
A database designed for utilization management in diagnostic imaging 
(Stolberg and others) (SA) 227 
The development of radiology guidelines in Canada, part 2 (Stolberg) 
(SA) 152 
Radiology of Chest Diseases. Second edition. Sebastian Lange and 
Geraldine Walsh, editors (Prenovault) (BR) 59 
Radiology, interventional 
Apheresis: another indication for radiologically placed central venous 
catheters (Sadler and others) (IR) 177 
Chronic dissection of the superior mesenteric artery: case report 
(Common and Pressacco) (IR) 23 
Combined retrograde-antegrade ureteral stenting for ureteral fistulae — a 
single-stage procedure without cystoscopy: case report (Clark and 
others) (IR) 104 
Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (Qanadli and others) (IR) 260 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 
Should anticoagulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 
Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(Mahallati and others) (IR) 265 
Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (Herget and others) (GUR) 173 
Ultrasonographic monitoring during PICC insertion (Asch and Jaffer) (L) 
56 
Ultrasound-guided percutaneous thrombin injection for treatment of 
femoral pseudoaneurysms: technical note (Partap and Cassoff) (IR) 
182 
Value of frontal caval measurement in the placement of inferior vena 
cava filters (Kaura and others) (IR) 301 
Radionuclide imaging 
Bone dysplasia series. Melorheostosis: review and update (Greenspan 
and Azouz) (MSR) 324 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (Harper and others) (MSR) 29 
Recensions de livres 
Gross Pathology Tumor Atlas (CD-ROM) (Carignan) 280 
See also Book reviews 
Receptors, fibroblast growth factor 
Bone dysplasia series. Achondroplasia, hypochondroplasia and 
thanatophoric dysplasia: review and update (Lemyre and others) 
(MSR) 185 
Rhabdomyolysis 
Extensive transmural myocardial calcification: case report (CVR) 247 
Rib fractures 
Is there an association between fractures of the cervical spine and first- 
and second-rib fractures? (Logan) (NR) 41 
Rupture 
Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (Belley and others) (RC) 55, 131 


Journal de |’Association canadienne des radiologistes 


Viii Volume 50, numéro 6, décembre 1999 


an 
| 
| 

= 

—— 


i 


Index to volume 50 


Sacroiliac joint 
The incidence of sacroiliac joint disease in patients with low-back pain 
(Hodge and Bessette) (MSR) 321 
Sarcoidosis 
Neurosarcoidosis presenting as an intrasellar pseudotumoral mass: case 
report (Chevrette and others) (NR) 407 
Schwannoma See Neurilemmoma 
Sciatica 
Magnetic resonance imaging of endometriosis of the pi 
ase report (Hickey and others) (NR) 33 
Radionuclide imaging 


causing sciatic 

Scintigraphy See 
Sex factors 

Epithelioid hema 


Situs inversus 
Case of the month #61. Situs inversus abdomir 
di i 
Skull 


tinal malrotation (Cété 


Magnetic resonance appearance of a giant cystic arachnoidal granulation 


rt 
as an osteolytic parietal bone lesion: case report (Char 


prese 


tir 

othe ns) (N R) 126 
Skull 

Magnetic resonance appearance of a giant cystic arachnoidal granulation 


» report (Chan and 


presenting as an osteolytic parietal bone lesion: ca 
others) (NR) 126 


Soft-tissue neoplasms 


Percutaneous biopsy of the musculoskeletal system 
(Hodge) (MSR) 121 
Spinal cord 
Spine and spinal cord vascular malformations: pic 


and others) (NR) 397 
Spinal 
Is there an association between fractures of the cervical spine and first- 
and second-rib fractures? (Logan) (NR) 41 
Spine 
Case of the month #65. Spin 
(Reddy and others) (RC) 352 
Spine and spinal cord vascular malformations: pictorial essay (Gariépy 
and others) (NR) 397 
Spiral computed tomography See Tomography, computed 
Splenomegaly 
Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 
205, 272 
Spontaneous abortion See Abortion 
Sports equipment 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 


report (Harper and others) (MSR) 29 
Stairmaster See Sports equipment 
Stents 


Combined retrograde-antegrade ureteral stenting for ureteral fistulae — a 


single-stage procedure without cystoscopy: case report (Clark and 
others) (IR) 104 
Coronary artery stent embolism (Lamarre and Lacasse) (Images) 135 
Palliation of primary and recurrent gastric carcinoma with expandable 


metallic toute: 2 case reports (Greaney and others) ( 
Renal cell carcinoma metastatic to the biliary system — effective 
palliation with biliary stenting, tumour embolization and 
intraluminal brachytherapy: case report (Stein and othe ts) (GIR) 317 
Safety of outpatient arterial stenting (Mathie and others) (IR) 268 
Sterling Diagnostic Imaging, Inc. 
Agfa to purchase Sterling Diagnostic Imaging (L) 139 
Stomach 
Case of the month #64. Cronkhite-Canada syndrome (Nguyen and 
others) (RC) 349 
Stomach neoplasms 
Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (Kundu and 
others) (TR) 198 
Palliation of primary and recurrent gastric carcinoma with expandable 
metallic stents: 2 case reports (Greaney and others) (GIR) 156 
Stroke See Cerebrovascular disorders 
Substance abuse, intravenous 
Case of the month #66. Intravenous pulmonary talcosis with 
complicating massive fibrosis (Demeter and others) (RC) 413 


Superior gluteal artery See Arteries 
Survival rate 
Liver cryosurgery with curative 
(Saliken and others) (E) 295 
Syndrome X 
Coronary flow reserve estimated with fast cine phase-contrast magnetic 
resonance imaging in 4 patients with syndrome X: technical note 
(Amano and others} (CVR) 298 


it: Can we realize the 


Tale 
Case of the month #66. Intravenous pulmonary talcosis with 
complicating massive fibrosis (Demeter and others) (RC) 413 
Technology, high-cost 
The magnetic resonance imperative (Lentle) (E) 79 
Temporomandibular joint 
A simple method of assessing 
computed tomography: technical note (Wong and others) (MSR) 117 
Thanatophoric dysplasia 
3one dysplasia series. Achondroplasia, hypochondroplasia and 
update (Lemyre and others) 


the 


ilar joint with helic 


thanatophoric dysplasia: review 
(MSR) 185 
Thorax 
Radiology of Chest Diseases. Second edition. Sebastian Lange and 
Geraldine Walsh, editors (Prenovault) (BR) 59 


Thrombin 
U Itrasounc taneous thro mbin ini 
femoral pseudoaneurysms: technical 


Thrombolytic agents See Fibrinolytic agents 
Thrombolytic therapy 
Abnormally bright or hig 


1 attenuation in the basilar artery on computed 


“ee 1in-stem stroke and an 


n of beg 


SI 


opportunity for thrombolytic therapy (Brown and Stovell) (Images) 57 
Thrombosis 
bnormally bright or h 


-stem stroke 


N 


own and = 


Radiologica sal evaluation of inferior vena cava obstruction: pic ictorial essay 
(Pittman and others) (CVR) 376 
The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (Asch and others) (IR) 107 
Thyroid neoplasms 
Outpatient treatment of thyroid cancer using high doses of iodine 131 
(Caldwell and Ehrlich) (NM) 331 
Tibial fractures 
Comparison of 4 con 


puted tomographic ima tocols 


computed 
Abnormally bright or high attenuation in the basilar artery on computed 


ig brain-stem stroke cael an 


tomography — a ne gn of be 


rapy (Brown and Stovell) (Images) 5 


Acute afferent loop = struction diagnosed with computed tomography: 
case report (Taylor and others) (GIR) 251 

Atrial diverticula in association with colloid cyst of the third ventricle: 
3 case reports (Olondo and others) (NR) 44 

Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (Spaner and others) (TR) 343 

Case of the month #59. Cardiac herniation with torsion (Ouellette and 


others) (RC) 51 

Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (Belley and others) (RC) 55, 131 


Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 


205, 272 

Case of the month #63. Inflammatory aneurysm of the abdominal aorta 
(Garant and others) (RC) 206, 275 

The challenge of imaging acute stroke in Canada (Graeb) (E) 365 

Comparison of 4 computed tomographic imaging protocols for lateral 
tibial plateau fractures (Lomasney and others) (MSR) 110 

Computed tomographic and magnetic resonance imaging of 
ameloblastoma: 2 case reports (Oder and others) (MSR) 393 

Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (Kundu and 
others) (TR) 198 

Distortion of subcapsular hepatic hemangioma by hepatic cirrhosis (de 
Caralt and others) (Images) 137 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


- of the liver — characteristics on 
magnetic resonance imaging: case report (Ros and others) (GIR) 387 
minis with duodenal l 
s and Gagnon) (RC) 130, 202 
_ Cd ction for treatment of 
: a review of 77 cases Partap and Cassoff) (IR) 182 
rial essay (Gariépy ol 
tomograph inning 
tomography — a sign of beginning brain and an 
tibial plateau fractures (Lomasney and others) (MSR) 110 
ix 


Index au volume 50 


Effect of window level on the measurement and treatment of ureteral 
calculi: case report (Docktor and MacGregor) (GUR) 101 
Extensive transmural myocardial calcification: case report (CVR) 247 
Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (Brown and others) (GIR) 165 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
latrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(Yassa) (GIR) 98 
The incidence of sacroiliac joint disease in patients with low-back pain 
(Hodge and Bessette) (MSR) 321 
Internal mammary artery aneurysm in Marfan syndrome: case report 
(Common and others) (TR) 47 
Inverted Meckel’s diverticulum diagnosed with computed tomography, 
case report (Simms and others) (GIR) 17 
Jejunal perforation mimicking acute pancreatitis in a patient with 
systemic lupus erythematosus: case report (Doyle and others) (GIR) 
159 
Liver metastasis: comparison of 2 methods for reporting of disease in 
patients receiving chemotherapy (Garant and others) (GIR) 13 
The magnetic resonance imperative (Lentle) (E) 79 
Mucinous carcinoma of the breast — long-term follow-up with unusual 
outcome: case report (Hermann and others) (BI) 7 
Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip: 
case report (Baronofsky and others) (MSR) 26 
Pancreatic divisum and intestinal nonrotation diagnosed with magnetic 
: case report (Bloom and others) (GIR) 310 
Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (Marcus and others) (GIR) 10 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
A simple method of assessing the temporomandibular joint with helical 
computed tomography: technical note (Wong and others) (MSR) 117 
Small bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (Ganguli and others) (GIR) 170 
Thoracoabdominal actinomycosis mimicking metastatic disease: case 
report (Ros and others) (GIR) 384 
Value of frontal caval measurement in the placement of inferior vena 
cava filters (Kaura and others) (IR) 301 
The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (Asch and others) (IR) 107 
Truth disclosure 
The radiologist and the patient: breaking bad news (Hammond and 
others) (SA) 233 
Tuberculoma 


resonance imag 


High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Tuberculosis, miliary 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 
Tuberculosis, pulmonary 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (Jerajani-Kamath and others) (TR) 337 


-U- 
Ultrasonography 

Agenesis of the gallbladder: case report (Partap and others) (GIR) 314 

Apheresis: another indication for radiologically placed central venous 
catheters (Sadler and others) (IR) 177 

Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (Brown and others) (GIR) 165 

Liver cryosurgery with curative intent: Can we realize the promise? 
(Saliken and others) (E) 295 

Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 

Small bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (Ganguli and others) (GIR) 170 

Sonographic appearance of renal transplant osseous metaplasia: case 
report (Chan and others) (GUR) 390 

Sonographic surveillance of abdominal aortic aneurysms: What is the 
smallest change in measured diameter that reliably reflects aneurysm 
growth? (Schmidt and others) (CVR) 241 

Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (Herget and others) (GUR) 173 

Ultrasonographic monitoring during PICC insertion (Asch and Jaffer) (L) 56 


Ultrasound-guided percutaneous thrombin injection for treatment of 
femoral pseudoaneurysms: technical note (Partap and Cassoff) (IR) 182 
Ultrasonography, Doppler, colour 
Advanced Learning Program for Transvaginal Color Doppler in 
Gynecology and Advanced Learning Program for Transvaginal Color 
Doppler in Obstetrics (videotapes). Produced, written and directed by 
Asim Kurjak and Sanja Kupesic (Thibodeau) (BR) 280 
Coronary artery stent embolism (Lamarre and Lacasse) (Images) 135 
Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (Marcus and others) (GIR) 10 
Transabdominal power Doppler sonography of the normal early 
placenta (Bude and others) (GUR) 255 
Ultrasonography, prenatal 
Bone dysplasia series. Achondroplasia, hypochondroplasia and 
thanatophoric dysplasia: review and update (Lemyre and others) 
(MSR) 185 
The radiologist and the patient: breaking bad news (Hammond and 
others) (SA) 233 
Transabdominal power Doppler sonography of the normal early 
placenta (Bude and others) (GUR) 255 
Universities 
McMaster University, Hamilton, Ont. 
A database designed for utilization management in diagnostic imaging 
(Stolberg and others) (SA) 227 
University of Saskatchewan, Saskatoon, Sask. 
1999 Medical Imaging Research Day at the University of Saskatchewan 
(Sarty) (SA) 223 
Ureter 
Case of the month #67. Pyeloureteritis cystica (Al-Qahtani and Hodge) 
(RC) 416 
Combined retrograde-antegrade ureteral stenting for ureteral fistulae — a 
single-stage procedure without cystoscopy: case report (Clark and 
others) (IR) 104 
Ureteral calculi 
Effect of window level on the measurement and treatment of ureteral 
calculi: case report (Docktor and MacGregor) (GUR) 101 
Urinary fistula 
Combined retrograde-antegrade ureteral stenting for ureteral fistulae 
single-stage procedure without cystoscopy: case report (Clark and 
others) (IR) 104 
Urticaria pigmentosa 
Case of the month #62. Systemic mastocytosis (Nguyen and others) (RC) 
205, 272 


Utilization of health services See Health services needs and demand 


a 


-V- 
Vascular patency 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
Vena cava filters 
Should anticoagulant therapy be stopped or reversed before venous 
intervention? (Gray and others) (IR) 306 
Value of frontal caval measurement in the placement of inferior vena 
cava filters (Kaura and others) (IR) 301 
Vena cava, inferior 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(Pittman and others) (CVR) 376 
Value of frontal caval measurement in the placement of inferior vena 
cava filters (Kaura and others) (IR) 301 
Venography See Phlebography 
Vitamin D 
Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip: 
case report (Baronofsky and others) (MSR) 26 
von Gierke disease See Glycogen storage disease type I 


-W- 
Wounds, gunshot 
Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (Marcus and others) (GIR) 10 


Journal de l’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


| 
| 
| 


Index to volume 50 


Authors * Auteurs 


Adams GP See Hilton JL Jt Auth; Manivannan U Jt Auth 
Al-Nakshabandi N, Lingawi S, Miiller NL 
Case of the month #72 (RC) 426 
Al-Qahtani S, Hodge JC 
Case of the month #67. Pyeloureteritis cystica (RC) 347, 416 
Aldrich JE See Wong K Jt Auth 
Amano Y, Hayashi H, Ishihara M, Kumazaki T 
Coronary flow reserve estimated with fast cine phase-contrast magnetic 
resonance imaging in 4 patients with syndrome X: technical note 
(CVR) 298 
Anbarasu A See Jerajani-Kamath H Jt Auth 
Antonacci V See Harper K Jt Auth 
Arzoumanian Y, Chartrand-Lefebvre C, Gariépy G, Dansereau JA 
Case of the month #71 (RC) 424 
Asch M, Jaffer N 
Ultrasonographic monitoring during PICC insertion (L) 56 
Asch M, Ladak SS, Singer SB 
The value of spiral computed tomography in detecting an incidental 
vascular abnormality: case report (IR) 107 
Audet R See Matte G jt Auth 
Ayuso C See de Caralt TM Jt Auth 
Ayuso JR See de Caralt TM Jt Auth 
Azouz EM See Greenspan A Jt Auth; Lemyre E Jt Auth 


-B- 
Babyn P 
Diagnostic Imaging of Child Abuse. 2nd ed. Paul Kleinman (BR) 209 
Baronofsky SI, Kalbhen CL, Demos TC, Sizemore GW 
Oncogenic osteomalacia secondary to a hemangiopericytoma of the hip: 
case report (MSR) 26 
Barré O See Qanadli SD jt Auth 
Barrie JR See Demeter S Jt Auth; Spaner SJ Jt Auth 
Bartnik B, Obenaus A 
Temporal and spatial evolution of permanent focal ischemia: an MRI 
and anatomical study (Abs) 224 
Belisle C See Nguyen TB Jt Auth 
Bell SD See Mathie AG Jt Auth 
Belley G See Garant M Jt Auth 
Belley G, Garant M, Tampieri D, Piotin MP, Melancgon D 
Case of the month #60. Postoperative dissemination of fat particles in 
the subarachnoid spaces and intraventricular system from spinal 
dermoid tumour (RC) 55, 131 
Berenguer J See Olondo ML 
Bessette B See Hodge JC Jt Auth 
Bhagat YA, Obenaus A, Richardson JS, Kendall EJ 
Diffusion-weighted magnetic resonance imaging after intrahippocampal 
injection of B-amyloid fragments in a rat model of Alzheimer’s 
Disease (Abs) 225 
Bhargava R See Spaner SJ Jt Auth 
Bilbao J See Chan R Jt Auth 
Black DM See Hammond I Jt Auth 
Bleiweiss IJ See Hermann G Jt Auth 
Bloom C, Hickey N, Haroun J, Murphy J, Hamilton P, Hanna S 
Pancreatic divisum and intestinal nonrotation diagnosed with magnetic 
resonance imaging: case report (GIR) 310 
Bloom C See Hickey NAJ Jt Auth 
Boisvert P See Fougéres A Jt Auth 
Boukobza M See Gariépy J-L Jt Auth 
Bret PM See Garant M Jt Auth 
Brown BSJ, Stovell D 
Abnormally bright or high attenuation in the basilar artery on computed 
tomography — a sign of beginning brain-stem stroke and an 
opportunity for thrombolytic therapy (Images) 57 
Brown JA, Mason AC, Cooperberg PL 
Gastrointestinal manifestations of cystic fibrosis in adults: pictorial 
essay (GIR) 165 
Brunet WG See Herget EJ Jt Auth; Mahallati H Jt Auth 
Bude RO, van deVen CJM, Rubin JM 
Transabdominal power Doppler sonography of the normal early 
placenta (GUR) 255 
Burbridge B See Chow V Jt Auth; Fladeland D Jt Auth 


Butterworth R See Matte G Jt Auth 


-C- 
Caldwell CB, Ehrlich LE 
Outpatient treatment of thyroid cancer using high doses of iodine 131 
(NM) 331 
Caldwell J See Simms M Jt Auth 
Cambra R See Gariépy J-L Jt Auth 
Caravella BA See Hermann G Jt Auth 
Carignan L 
Gross Pathology Tumor Atlas (CD-ROM) (RL) 28¢ 
Carrier R 
X-Ray Repair: A Comprehensive Guide to the Installat 
of Radiographic Equipment. Joseph J. Panichello (BR) 209 
Cassoff J See Partap VA Jt Auth 
Chagnon S See Qanadli SD Jt Auth 
Chan R, Common AA, Sugar L 
Sonographic appearance of renal transplant osseous metaplasia: case 
report (GUR) 390 
Chan R, Noel de Tilly L, Bilbao J 


Magnetic resonance appearance of a giant cystic arachnoidal granulation 


ation and Servicing 


presenting as an osteolytic parietal bone lesion: case report (NR) 126 
Chapot R See Gariépy J-L Jt Auth 
Chappeil B See Chow V Jt Auth 
Chartrand-Lefebvre C See Arzoumanian Y Jt Auth 
Chen M-F See Lemyre E Jt Auth 
Chevrette E, Morissette L, Gould P 
Neurosarcoidosis presenting as an intrasellar pseudotumoral mass: case 
report (NR) 407 
Chhem RK 
MRI-Arthroscopy Correlative Atlas. M.D. Miller, J.R. Osborne, J.J.P. 
Warner, F.H. Fu (BR) 210 
Chow V 
Measuring carotid stenosis [reply] (L) 208 
Chow V, Burbridge B, Friedland R, Kudel B, Chappell B, Tan L 
Interobserver variability in the measurement of internal carotid stenosis 
(NR) 37 
Clark JA See Doyle GJ Jt Auth 
Clark JA, Isaacson S, Pugash RA 
Combined retrograde-antegrade ureteral stenting for ureteral fistulae — a 
single-stage procedure without cystoscopy: case report (IR) 104 
Clement C See Marcus CD Jt Auth 
Common AA, Pressacco J 
Chronic dissection of the superior mesenteric artery: case report (IR) 23 
Common AA, Pressacco J, Wilson JK 
Internal mammary artery aneurysm in Marfan syndrome: case report 
(TR) 47 
Common AA See Chan R Jt Auth 
Cooperberg PL See Brown JA Jt Auth 
Cété F, Gagnon J 
Case of the month #61. Situs inversus abdominis with duodenal 
diaphragm and intestinal malrotation (RC) 130, 202 
Cronin TR See Lomasney LM Jt Auth 


-D- 
Dansereau JA See Arzoumanian Y Jt Auth 
de Caralt TM, Ayuso JR, Ayuso C, Schorlemmer WC 
Distortion of subcapsular hepatic hemangioma by hepatic cirrhosis 
(Images) 137 
De Maeseneer M See Debaere C Jt Auth 
Debaere C, Op de Beeck B, De Maeseneer M, Osteaux M 
Magnetic resonance imaging findings of hepatic adenomas in von Gierke 
(type I) glycogen storage disease: case report (GIR) 161 
Demeter S, Raymond GS, Puttagunta L, Barrie JR 
Case of the month #66. Intravenous pulmonary talcosis with 
complicating massive fibrosis (RC) 346, 413 
Demos TC See Baronofsky SI Jt Auth 
Dennie C See Ouellette H Jt Auth 
Dharampaul S 
Gastroesophageal reflux and site of feeding-tube placement: 
fluoroscopically guided percutaneous gastrostomy tubes (FPG) versus 
fluoroscopically guided percutaneous gastrojejunostomy tubes (FPGJ) 
(Abs) 224 
Docktor BL, MacGregor JH 
Effect of window level on the measurement and treatment of ureteral 
calculi: case report (GUR) 101 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


xi 


= 


Index au volume 50 


Dong PR See Stein M Jt Auth 
Donnelly BJ See Herget EJ Jt Auth 
Downey DB See Schmidt MH Jt Auth 
Doyle GJ, Pugash RA, Clark JA, Mustard R 
Jejunal perforation mimicking acute pancreatitis in a patient with 
systemic lupus erythematosus: case report (GIR) 159 
Drossman S See Hermann G Jt Auth 


Ehrhard P See Marcus CD Jt Auth 

Ehrlich LE See Caldwell CB Jt Auth 

El Hajjam M See Qanadli SD Jt Auth 

Eustace S See Harper K Jt Auth; Oder P Jt Auth 


Fernandez L See Ros LH Jt Auth 
Fladeland D, Burbridge B 

Maximal flow rates in PICCs (Abs) 224 
Forster BB See Wong K Jt Auth 
Fougéres A, Gagnon J, Boisvert P 

Case of the month #68. Calcified amyloidoma of the larynx (RC) 348, 

418 

Fox AJ 

Measuring carotid stenosis (L) 207 
Franche R-L See Hammond I Jt Auth 
Friedland R See Chow V Jt Auth 


-G- 
Gagnon JA See Cété F Jt Auth; Nguyen T-K Jt Auth; Fougéres A Jt Auth; 
Nguyen T-K Jt Auth 
Ganguli SN, Hamilton P, Hanna S, Morava-Protzner I 
Small bowel intussusception secondary to osteogenic sarcoma 
metastasis: case report (GIR) 170 
Garant M See Belley G Jt Auth 
Garant M, Belley G, Reinhold C 
Case of the month #63. Inflammatory aneurysm of the abdominal aorta 
(RC) 206, 275 
Garant M, Trudeau M, Reinhold C, Bret PM 
Liver metastasis: comparison of 2 methods for reporting of disease in 
patients receiving chemotherapy (GIR) 13 
Gariépy G See Arzoumanian Y Jt Auth 
Gariépy J-L, Houdait E, Boukobza M, Chapot R, Cambra R, Merland J-J 
Spine and spinal cord vascular malformations: pictorial essay (NR) 397 
Gaudette S See Hammond I Jt Auth 
Gibbons D See Oder P Jt Auth 
Gibney RG See Greaney TV Jt Auth 
Glanc P See Lemyre E Jt Auth 
Gould P See Chevrette E Jt Auth 
Graeb DA 
The challenge of imaging acute stroke in Canada (E) 365 
Gray RR See Kaura DR Jt Auth; Saliken JC Jt Auth 
Gray RR, Sadler DJ, Shulman L, Saliken JC, So CB 
Should anticoagulant therapy be stopped or reversed before venous 
intervention? (IR) 306 
Gray RR See Herget EJ Jt Auth; Sadler DJ Jt Auth 
Greaney TV, Gibney RG, Malone DE 
Palliation of primary and recurrent gastric carcinoma with expandable 
metallic stents: 2 case reports (GIR) 156 
Greenspan A, Azouz EM 
Bone dysplasia series. Melorheostosis: review and update (MSR) 324 
Griffiths AA See Lomasney LM Jt Auth 


-H- 
Hamilton P See Bloom C Jt Auth; Ganguli SN Jt Auth; Hickey NAJ Jt 
Auth 
Hammond I, Franche R-L, Black DM, Gaudette S 
The radiologist and the patient: breaking bad news (SA) 233 
Hanna S See Bloom C Jt Auth; Ganguli SN Jt Auth 
Haroun J See Bloom C Jt Auth 
Harper K, Antonacci V, Valentine S, Eustace S 
Stairmaster-induced pelvic avulsions mimicking metastatic disease: case 
report (MSR) 29 
Hassell P, Klein-Parker H, Worth A, Poon P 
Radial sclerosing lesions of the breast: mammographic and pathologic 
correlation (BI) 370 


Hayashi H See Amano Y Jt Auth 
Herget EJ, Saliken JC, Donnelly BJ, Gray RR, Wiseman D, Brunet G 
Transrectal ultrasound-guided biopsy of the prostate: relation between 
ASA use and bleeding complications (GUR) 173 
Hermann G, Drossman §S, Caravella BA, Bleiweiss I, Krellenstein D 
Mucinous carcinoma of the breast — long-term follow-up with unusual 
outcome: case report (BI) 7 
Hermann G, Keller RJ, Drossman S, Caravella BA, Tartter P, Panetta RA, 
Bleiweiss IJ 
Mammographic pattern of microcalcifications in the preoperative 
diagnosis of comedo ductal carcinoma in situ: histopathologic 
correlation (BI) 235 
Hickey N See Bloom C Jt Auth 
Hickey NAJ, Murphy JP, Bloom C, Hamilton P 
Magnetic resonance imaging of endometriosis of the piriform muscle 
causing sciatica: case report (NR) 33 
Hilton JL, Pierson RA, Adams GP, Sarty GE 
MRI attributes of the largest subordinate follicular antrum in 
anovulatory versus ovulatory follicular waves in the ovary (Abs) 225 
Hodge JC See Al-Qahtani S Jt Auth 
Hodge JC 
Percutaneous biopsy of the musculoskeletal system: a review of 77 cases 
(MSR) 121 
Hodge JC, Bessette B 
The incidence of sacroiliac joint disease in patients with low-back pain 
(MSR) 321 
Holt A See Stolberg HO Jt Auth 
Houdait E See Gariépy J-L Jt Auth 


Isaacson S See Clark JA Jt Auth 
Ishihara M See Amano Y Jt Auth 


J 
Jacob JC See Reddy ER Jt Auth 
Jaffer N See Asch M Jt Auth 
Jankharia B See Jerajani-Kamath H Jt Auth 
Jerajani-Kamath H, Anbarasu A, Merchant SA, Jankharia B 
High-resolution computed tomography findings in adult pulmonary 
tuberculosis: pictorial essay (TR) 337 


-K- 
Kalbhen CL See Baronofsky SI Jt Auth 
Kalbhen CL, Kezdi-Rogus PC 
Changes in breast compressibility with age: implications for stereotactic 
biopsy (BI) 93 
Kaura DR, Gray RR, Sadler DJ, So CB, Saliken JC 
Value of frontal caval measurement in the placement of inferior vena 
cava filters (IR) 301 
Kavanagh P See Oder P Jt Auth 
Keller RJ See Hermann G Jt Auth 
Kendall EJ See Bhagat YA Jt Auth; Wall C Jt Auth; Yin D jt Auth 
Kezdi-Rogus PC See Kalbhen CL Jt Auth 
Klein-Parker H See Hassell P Jt Auth 
Krellenstein D See Hermann G Jt Auth 
Kucey DS See Mathie AG Jt Auth 
Kudel B See Chow V Jt Auth 
Kumazaki T See Amano Y Jt Auth 
Kundu S, Murphy J, Towers M, Leung CS 
Computed tomographic demonstration of very-low-density pulmonary 
nodules in metastatic gastric carcinoma: case report (TR) 198 


Lacasse J See Lamarre A Jt Auth 
Lacombe P See Qanadli SD Jt Auth 
Ladak SS See Asch M Jt Auth 
Ladam-Marcus VJ See Marcus CD Jt Auth 
Lamarre A, Lacasse J 

Coronary artery stent embolism (Images) 135 
Lander P See Nguyen TB Jt Auth 
Lee RE See Taylor AR Jt Auth 
Légaré E See Nguyen T-K Jt Auth 
Lemyre E, Azouz EM, Teebi AS, Glanc P, Chen M-F 

Bone dysplasia series. Achondroplasia, hypochondroplasia and 

thanatophoric dysplasia: review and update (MSR) 185 


Journal de |’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


| 
| 
| 


| 


Index to volume 50 


Lentle B 
The magnetic resonance imperative (E) 79 
Leung CS See Kundu § Jt Auth 
Li DKB See Wong K Jt Auth 
Lingawi S See Al-Nakshabandi N Jt Auth 
Link DP See Stein M jt Auth 
Lisbona A See Partap VA Jt Auth 
Logan PM 


Is there an association between fractures of tl 


he cervical spine and first- 
and second-rib fractures? (NR) 41 
Lomasney LM, Griffiths AA, Tobin JP, Rabin SI, Cronin TR 
Comparison of 4 computed tomographic imaging protocols for latera 
tibial plateau fractures (MSR) 110 
Lowry N See Yong-Hing CJ Jt Auth 
Lundgrin D See Simms M Jt Auth 


-M- 
MacGregor JH See Docktor BL Jt Auth 
Magissano R See Mathie AG Jt Auth 
Mahallati H, Owen RJ, Brunet WG, So CB 


Therapeutic embolization of a pseudoaneurysm of the superior gluteal 
artery occurring as a complication of bone marrow biopsy: case report 
(IR) 265 

Malone DE See Greaney TV Jt Auth 

Manivannan U, Sirounis H, Singh J, Adams GP, Pierson RA, Sarty GE 


Physiologic classification of the bovine ovarian follicl 


using wavelet 
packet texture analysis (Abs) 225 
Marcus CD, Ladam-Marcus VJ, Ehrhard P, Clement C, Palot J-P, 
Menanteau BP 
Pseudoaneurysm of the abdominal aorta following a gunshot injury: case 
report (GIR) 10 
Mason AC See Brown JA Jt Auth 
Mathie AG, Bell SD, Saibil EA, Magissano R, Kucey DS 
Safety of outpatient arterial stenting (IR) 268 
Matte G 
Comparison of 2 methods to label MIBG (Abs) 225 
Matte G, Audet R, Butterworth R, Scott J 
siological assessment of radio-epidepride purified by a simple filtration 
(Abs) 225 
Matzinger F See Ouellette H Jt Auth 
McGahan JP See Stein M jt Auth 
McKinnon G See Saliken JC Jt Auth 
McTavish JD, Zalev A 
Case of the month #74 (RC) 428 
Mehta M, Thurston WA, Merchant N, Murphy KJ 
Obturator nerve schwannoma presenting as an adnexal mass: case report 
(GUR) 20 
Melancon D See Belley G Jt Auth 
Menanteau BP See Marcus CD Jt Auth 
Menon R 
Keynote lecture: Functional MRI — Watching your brain think (Abs) 223 
Mercader JM See Olondo ML Jt Auth 
Merchant N See Mehta M Jt Auth 
Merchant SA See Jerajani-Kamath H Jt Auth 
Merland J-J See Gariépy J-L Jt Auth 
Mesurolle B See Qanadli SD Jt Auth 
Mitchell JR See Schmidt MH Jt Auth 
Moran LA See Stolberg HO Jt Auth 
Morava-Protzner I See Ganguli SN Jt Auth 
Morissette L See Chevrette E Jt Auth 
Morton AR See Yu DC Jt Auth 
Miiller NL See Al-Nakshabandi N Jt Auth 
Mulligan N See Oder P Jt Auth 
Mulot RO See Qanadli SD Jt Auth 
Murphy J See Bloom C Jt Auth 
Murphy JP See Hickey NAJ Jt Auth; Kundu § Jt Auth 
Murphy KJ See Mehta M Jt Auth 
Murray GP See Reddy ER Jt Auth 
Mustard R See Doyle GJ Jt Auth 


-N- 
Nguyen T-K, Gagnon JA, Légaré E 
Case of the month #64. Cronkhite-Canada syndrome (RC) 349 
Case of the month #64 (RC) 278 
Nguyen TB, Belisle C, Lander P 
Case of the month #62. Systemic mastocytosis (RC) 205, 272 


Canadian Association of Radiologists Journal 
Volume 50, number 6, December 1999 


Noel de Tilly L See Chan R Jt Auth 


-O.- 
Obenaus A See Bartnik B Jt Auth; Bhagat YA Jt Auth; Wall C Jt Auth; 
Yong-Hing CJ Jt Auth 
Oder P, Royster A, Gibbons D, Mulligan N, Kavanagh P, Eustace S 
Computed tomographic and magnetic resonance im 
ameloblastoma (MSR) 393 
Olondo ML, Berenguer J, Pagés M, Mercader JM 
Atrial diverticula in association with colloid cyst of the third ventricle: 
3 case reports (NR) 44 
Op de Beeck B See Debaere C Jt Auth 
Osteaux M See Debaere C Jt Auth 
Ouellette H, Matzinger F, Dennie C, Shamji F 
Case of the month #59. Cardiac herniation with torsion (RC) 51 
Owen Rj See Mahallati H Jt Auth 


ing of 


-p. 
Pagés M See Olondo ML Jt Auth 
Palot J-P See Marcus CD jt Auth 
Panetta RA See Hermann G Jt Auth 
Partap VA, Cassoff J 
Ultrasound-guided percutaneous thrombin injection for treatment of 
femoral pseudoaneurysms: technical note (IR) 182 
Partap VA, Lisbona A, Stein L 
Agenesis of the gallbladder: case report (GIR) 314 
Partap VA, Rosenbloom M 
Case of the month #70 (RC) 423 
Pelz DM 
Case Review: Head and Neck Imaging. 1st ed. David M. Yousem (BR) 
209 
Pierson RA See Hilton JL Jt Auth; Manivannan U Jt Auth 
Piotin MP See Belley G Jt Auth 
Pittman C, Reddy M, Reddy ER 
Radiological evaluation of inferior vena cava obstruction: pictorial essay 
(CVR) 376 
Poon P See Hassell P Jt Auth 
Poyvasi M 
Designing an MRI phased-array antenna using SNR as the optimization 
criterion (Abs) 224 
Prenovault J 
Radiology of Chest Diseases. Second edition. Sebastian Lange and 
Geraldine Walsh, editors (BR) 59 
Pressacco J See Common AA Jt Auth 
Pugash RA See Clark JA Jt Auth; Doyle GJ Jt Auth 
Puttagunta L See Demeter S Jt Auth; Spaner SJ Jt Auth 


Q 
Qanadli SD, Barré O, Mesurolle B, El Hajjam M, Mulot RO, Strumza P, 
Chagnon S, Lacombe P 
Percutaneous gastrostomy for enteral nutrition: long-term follow-up of 
176 procedures (IR) 260 


Rabin SI See Lomasney LM Jt Auth 
Rankin RN 
Magnetic resonance imaging in Canada: dissemination and funding (SA) 89 
Raymond GS See Demeter S Jt Auth; Spaner SJ Jt Auth 
Reddy ER See Pittman C Jt Auth 
Reddy ER, Jacob JC, Murray GP, Reddy H 
Case of the month #65. Spinal epidural abscess after epidural anesthesia 
(RC) 352 
Case of the month #65 (RC) 279 
Reddy H See Reddy ER Jt Auth 
Reddy M See Pittman C Jt Auth 
Reinhold C See Garant M Jt Auth 
Rewcastle J See Saliken JC Jt Auth 
Richardson JS See Bhagat YA Jt Auth 
Ros LH, Fernandez L, Villacampa VM, Ros PR 
Epithelioid hemangioendothelioma of the liver — characteristics on 
magnetic resonance imaging: case report (GIR) 387 
Ros LH, Villacampa VM, Torres GM, Ros PR 
Thoracoabdominal actinomycosis mimicking metastatic disease: case 
report (GIR) 384 


xiii 


4 

4 

4 

7 

| 

1 

| 

| - 


Index au volume 50 


Ros PR See Ros LH Jt Auth 
Rosenbloom M See Partap VA Jt Auth 
Royster A See Oder P Jt Auth 

Rubin JM See Bude RO Jt Auth 

Russ PD See Taylor AR Jt Auth 


-§.- 
Sadler DJ, Saliken JC, So CB, Gray RR 
Apheresis: another indication for radiologically placed central venous 
catheters (IR) 177 
Sadler DJ See Gray RR Jt Auth; Kaura DR Jt Auth 
Saibil EA See Mathie AG Jt Auth 
Saliken JC See Gray RR Jt Auth; Kaura DR Jt Auth 
Saliken JC, McKinnon G, Gray RR, So CB, Rewcastle J 
Liver cryosurgery with curative intent: Can we realize the promise? (E) 
295 
Saliken JC See Herget EJ Jt Auth; Sadler DJ Jt Auth 
Sarty GE See Hilton JL Jt Auth; Manivannan U Jt Auth; Yong-Hing CJ Jt 
Auth 
Sarty GE 
A better way of thinking about aliasing in MRI (Abs) 226 
1999 Medical Imaging Research Day at the University of Saskatchewan 
(SA) 223 
Schemmer DC, Torbiak R 
Case of the month #69 (RC) 421 
Schmidt MH, Mitchell JR, Downey DB 
Sonographic surveillance of abdominal aortic aneurysms: What is the 
smallest change in measured diameter that reliably reflects aneurysm 
growth? (CVR) 241 
Schorlemmer WC See de Caralt TM Jt Auth 
Scott J See Matte G Jt Auth 
Shamji F See Ouellette H Jt Auth 
Shulman L See Gray RR Jt Auth 
Simms M, Caldwell J, Lundgrin D 
Inverted Meckel’s diverticulum diagnosed with computed tomography: 
case report (GIR) 17 
Singer SB See Asch M Jt Auth 
Singh J See Manivannan U Jt Auth 
Sirounis H See Manivannan U Jt Auth 
Sizemore GW See Baronofsky SI Jt Auth 
So CB See Gray RR Jt Auth; Kaura DR Jt Auth; Saliken JC Jt Auth; 
Mahallati H Jt Auth; Sadler DJ Jt Auth 
Spaner SJ, Raymond G, Puttagunta L, Bhargava R 
Bronchioloalveolar cell carcinoma in a child with hepatoblastoma: case 
report (TR) 343 
Spaner SJ, Raymond GS, Barrie JR 
Case of the month #73 (RC) 427 
Stein L See Partap VA Jt Auth 
Stein M, Dong PR, McGahan JP, Link DP 
Renal cell carcinoma metastatic to the biliary system — effective 
palliation with biliary stenting, tumour embolization and 
intraluminal brachytherapy: case report (GIR) 317 
Stolberg HO 
The development of radiology guidelines in Canada, part 1 (SA) 83 
The development of radiology guidelines in Canada, part 2 (SA) 152 
Stolberg HO, Holt A, Thomas J, Williams L, Moran LA 
A database designed for utilization management in diagnostic imaging 
(SA) 227 
Stovell D See Brown BSJ Jt Auth 
Strumza P See Qanadli SD Jt Auth 
Sugar L See Chan R Jt Auth 


Xiv 


Sutherland KB See Yu DC Jt Auth 


-T- 
Takaya K 
Spectroscopic MRI using the spread spectrum produced by oscillating 
gradient fields (Abs) 226 
Tampieri D See Belley G Jt Auth 
Tan L See Chow V Jt Auth 
Tartter P See Hermann G Jt Auth 
Taylor AR, Russ PD, Lee RE, Weingardt JP 
Acute afferent loop obstruction diagnosed with computed tomography: 
case report (GIR) 251 
Teebi AS See Lemyre E /t Auth 
Thibodeau M 
Advanced Learning Program for Transvaginal! Color Doppler in 
Gynecology and Advanced Learning Program for Transvaginal Color 
Doppler in Obstetrics (videotapes). Produced, written and directed by 
Asim Kurjak and Sanja Kupesic (BR) 280 
Thomas J See Stolberg HO Jt Auth 
Thurston WA See Mehta M Jt Auth 
Tobin JP See Lomasney LM Jt Auth 
Tong K See Yong-Hing CJ Jt Auth 
Torbiak R See Schemmer DC Jt Auth 
Torres GM See Ros LH jt Auth 
Towers M See Kundu S Jt Auth 
Trudeau M See Garant M Jt Auth 


-V- 
Valentine S See e Harper K Jt Auth 
van deVen CJM See Bude RO Jt Auth 
Villacampa VM See Ros LH Jt Auth 


-W.- 
Wall C, Kendall EJ, Obenaus A 
Diffusion-weighted imaging with anatomical correlates in a model of 
temporal lobe epilepsy (Abs) 224 
Weingardt JP See Taylor AR Jt Auth 
Williams L See Stolberg HO Jt Auth 
Wilson JK See Common AA Jt Auth 
Wirrell E See Yong-Hing CJ Jt Auth 
Wiseman D See Herget EJ Jt Auth 
Wong K, Forster BB, Li DKB, Aldrich JE 
A simple method of assessing the temporomandibular joint with helical 
computed tomography: technical note (MSR) 117 
Worth A See Hassell P Jt Auth 


Yager J See Yong-Hing CJ Jt Auth 
Yassa NA 
latrogenic bowel obstruction caused by balloon-inflated feeding tubes 
(GIR) 98 
Yin D, Kendall EJ 
Computer simulation of NMR phased-array image processing (Abs) 223 
Yong-Hing CJ, Wirrell E, Lowry N, Yager J, Obenaus A, Sarty GE, Tong K 
Prolonged seizure in children: preliminary serial hippocampal volume 
changes see n on MRI (Abs) 224 
Yu DC, Morton AR, Sutherland KB 
Extensive transmural myocardial calcification: case report (CVR) 247 


Zalev A See McTavish JD Jt Auth 


Journal de l’Association canadienne des radiologistes 
Volume 50, numéro 6, décembre 1999 


{ 
{ 


